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V. Operator Examinations

9203300073 Advises that NRC plans to administer generic fundamentals section of writ-
ten OL exam on 920610.Authorized representative from facilities must submit Itr listing
names of candidates for exam 30 days prior to exam date.

WRIGHT.G.C. Region 3  (Post 820201).  92/03/25. Consumers  Power Co   3pp
61110:314-61110:316.

DOCKET 50-441 PERRY NUCLEAR POWER PLANT, UNIT 2

A. Application/construction stage documents & correspondence

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses &
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE)
for severe accident vulnerabilities -10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat-
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032.

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power
plants & holders of CPs for nuclear power plants re consideration of valve misposi-
tioning in BWRs.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036.

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of
Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural
Convection Cooldown."

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050.

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per-
mits for nuclear power plants (except YAE.Iicensee for Yankee Nuclear Power
Station),re reactor vessel structural integrity, 10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012.

F. Security, medical, emergency & fire protection plans

9203300186 Forwards trip rept re 920303 request for addl technical info re Thermo-Lag
fire barriers.Technical rept providing addl details will be provided in two weeks.
THADANI.A. Plant Systems Branch. 92/03/18. MARION.A. Nuclear Management &
Resources Council (NUMARC) (formerly Nuclear Utility Manage.  1p.  61122:018-
61122:077.

H. General correspondence

9203230124 Comment supporting proposed rule 10CFR51 re environ review for renewal
of operating licenses & requests that Perry unit 2 be included within scope of pro-
posed rulemaking.

SILBERG.J.E. Shaw, Pittman, Potts & Trowbridge. 92/03/16. Docketing & Services
Branch. 3pp. 60984:315-60984:317.

Q. Inspection reports, IE Bulletins & correspondence

9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu-
clear Power Plant Sites."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411), 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227.

9202110056 Suppl 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error
Associated W/Conservation of Energy Equation."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185.

9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities."
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223.

9202190038 NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting,"
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24.
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184.

9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling
Cavity Draindown."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25.
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139.

9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu-
clear Power Plants in Response to Generic Ltr 89-10."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26.
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011.

9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil-
ity During Control Room Fire."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28.
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150.

9203060042 Advises that no changes to initial SALP rept necessary & rept considered
to be final.per 920221 meeting & 920207 comments.Final SALP 11 rept 50-440/91-01
meeting summary & licensee 920207 response Itr encl.

DAVIS.A.B. Region 3 (Post 820201). 92/02/28. LYSTER.M.D. Centerior Service Co.
LYSTER.M.D. Cleveland Electric Illuminating Co. 6pp, 60803:205-60803:212.

9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary
Relays,"

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02.
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042.

9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03.
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046,

DOCKET 50-443 SEABROOK NUCLEAR STATION, UNIT 1

F.  Security, medical, emergency & fire protection plans

9203090290 Forwards partially withheld safeguards Insp Rept 50-443/92-04 on 920210-
14.No violations noted.lnsp rept partially withheld (ref 10CFR2.790).
JOYNER.J.H. Region 1 (Post 820201). 92/02/28. FEIGENBAUM.T.C. Public Service
Co. of New Hampshire. 6pp. 60852:243-60852:256.

-9203090295 Partially withheld safeguards Insp Rept 50-443/92-04 on 920210-14.No
violations noted.Major areas inspected: fitness-for-duty program & security program
open items, mgt support & security program plans.

ALBERT.R.J.,  KEIMIG.R.R.  Region  1   (Post 820201). 92/02/27. 8pp. 60852:256-
60852:256.

9203240032 Forwards safety insp rept 50-443/92-03 on 920128-0302. Overall.insp
found that facility operated safely.lncorrect TS surveillance value for RHRP flow war-
rants mgt attention.

LINVILLE.J.C. Region 1 (Post 820201). 92/03/17. FEIGENBAUM.T.C. Public Service
Co. of New Hampshire. 6pp. 61053:098-61053:121.

-9203240037 Safety insp rept 50-443/92-03 on 920128-0302.NO violations noted.Major
areas                inspected.-plant                operations.radiotogical               controls.rnaint/

suryeillance.security.EP.engineering/ techncial support & safety asssessment/quality
verification.
LAZARUS.W.J. Region 1 (Post 820201). 92/03/17. 18pp. 61053:104-61053:121.

G.  Adjudlcatory correspondence

9203050051 Comments of State of New Hampshire re NHRERP sheltering & LBP-90-
12.* Concurs w/ASLB request for further guidance from ASLBP re implementation of
sheltering provisions which are part of NHRERP.W/svc list.

HUNTINGTON.G.M.   New   Hampshire,   State   of.   #192   12629.   90/05/28.   6pp.
60791:111-60791:116.

H. General correspondence

9203130125 Responds to 920212 request for copy of NRC investigation of J Wampler
allegations concerning plant. Rept contains info exempt under FOIA & privacy act.W/o
encH

WILLIAMS.D.C.   Office   of   the   Inspector   General   (Post   890417).   92/02/12.
RUDMAN.W.B, Senate. 1p. 60931:027-60931:028.

9203190047 Lists organizational changes that will take place at plant.
FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 92/03/10. Document Con-
trol Branch (Document Control Desk), 2pp. 60990:345-60990:346.

J. Insurance & indemnity Information

9203260236 Forwards listing of onsite nuclear property insurance coverage at facility as
of 920401.

FEIGENBAUM.T.C. Public Service Co, of New Hampshire. 92/03/20. Document Con-
trol Branch (Document Control Desk). 4pp. 61165:048-61165:051.

M. Antitrust correspondence

9203250130 Requests reevaluation of notice finding of no "significant changes" in ac-
tivities of licensee re antitrust issues.

BARDIN.D.J, Arent, Fox, Kintner, Plotkin & Kahn. 92/03/20. MURLEY.T.E. Office of
Nuclear Reactor Regulation, Director (Post 870411). 14pp. 61099:289-61099:312.

P. Operating license stage documents & correspondence

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses &
CPs for nuclear reactor facilities re Individual plant exam of external events (IPEEE)
for severe accident vulnerabilities - 10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat-
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032.

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power
plants & holders of CPs for nuclear power plants re consideration of valve misposi-
tioning in BWRs.

PARTIOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036.

9203030409 Provides clarification on Herald 920216 story, "NRC Boss: Staffers Told
Congress Truth on Seabrook." Commission has noted that no one at NRC has delib-
erately misled.nor lied to Congress.Commisslon or anyone else in matter.
FOUCHARD.J.J. Office of Public Affairs (Post 911117). 92/02/18. COHEN.S. Boston
Herald, Boston, MA. 2pp. 60774:324-60774:325.

9203020090 Informs that operator response times observed during steam generator
tube rupture (SGTR) simulations as documented in Section 5 of ref rept.support oper-
ator response time assumed in plant-specific SGTR analysis.

FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 92/02/21. Document Con-
trol Branch (Document Control Desk). 2pp. 60783:199-60783:199.

9203030162 Forwards supplemental info for 1991 third & fourth quarters "Effluent &
Waste Disposal Semiannual Rept" & Revs 8,9 & 10 to "ODCM."
FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 92/02/26. Document Con-
trol Branch (Document Control Desk). 3pp, 60795:001-60795:233,

-9203030170 Rev 10 to "ODCM."

LINVILLE.J.T., LELAND.W.B., MOODY.D.E. Public Service Co. of New Hampshire. 91 /
12/18. 47pp. 60795:043-60795:089.

-9203030171 Rev 9 to "ODCM."

LINVILLE.J.T., LELAND.W.B., MOODY.D.E, Public Service Co. of New Hampshire. 91 /
10/24. 10pp. 60795:090-60795:099.ken in response to Confirmatory Action Ltr CAL-RIII-91-016A
